DIRECTIONS TO CITY HALL EAST PARKING 


FROM THE 101 EAST 
Exit Los Angeles Street 
Right onto Los Angeles Street 

The parking entrance is on Los Angeles Street between 1 st Street and 
Temple on your right hand side. 

The attendant at the booth will direct you. 


FROM THE SANTA MONICA FREEWAY HEADING EAST/110 HEADING 
NORTH 

10 Freeway East to the 110 Harbor North. 

Stay on the right side of the Harbor Freeway. 

Exit 4 th Street, straight ahead all the way to Main Street. 

Left onto Main Street 

Right onto Temple 

Right onto Los Angeles Street 

The parking entrance is on Los Angeles Street between 1 st Street and 
Temple on your right hand side. 

The attendant at the booth will direct you. 


FROM THE SAN BERNARDINO FREEWAY HEADING WEST 

10 Freeway West to the 101 Hollywood Freeway North 

Exit Union/Alameda Street, left 

1 st Street, right 

Right onto Main 

Right onto Temple 

Right onto Los Angeles 

The parking entrance is on Los Angeles Street between 1 st Street and 
Temple on your right hand side. 

The attendant at the booth will direct you. 


FROM THE SANTA ANA FREEWAY (5) HEADING NORTH 
5 North to the 101 Hollywood Freeway North 
Same As Above 


* You will park in the underground garage, on level P-2. 
Take the first set of elevators up to the 8 th floor. 




